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A BIBLIOGRAPHY  OF  THE  NIST  ELECTROMAGNETIC  FIELDS  DIVISION  PUBLICATIONS 


Edited  by 

Ruth  Marie  Lyons  and  Kathryn  A.  Gibson 


This  bibliography  lists  the  publications  by  the  staff  of  the  Electromagnetic  Fields 
Division  of  the  National  Institute  of  Standards  and  Technology  for  the  period  January 
1970  through  August  1989.  It  supersedes  NISTIR  88-3900  which  listed  the  publications 
of  the  Electromagnetic  Fields  Division  from  January  1970  through  August  1988. 

Selected  earlier  publications  from  the  Division's  predecessor  organizations  are 
included . 

Key  words:  antennas;  dielectric  measurements;  electromagnetic  interference; 

microwave  metrology;  noise;  nonionizing  radiation;  radiation  hazards;  time  domain; 
waveform  metrology. 


INTRODUCTION 

The  Electromagnetic  Fields  Division  was  formed  during  the  reorganization  of  NBS  (now 
NIST)  in  April  1978.  Originally,  the  Division  developed  measurement  methods  and 
standards,  and  provided  metrological  support  for  antenna  systems,  noise  measurement 
equipment,  fast  pulse  waveforms,  electromagnetic  interference,  electromagnetic 
environmental  characterization  equipment,  electromagnetic  emission  and  immunity  (or 
susceptibility)  testing  equipment,  and  especially  for  fields  near  sources  or  in  other 
complicated  field  conditions.  In  April  1985,  microwave  and  millimeter  wave  metrology 
was  added  to  the  Division. 

The  editors  have  attempted  to  include  all  work  published  by  the  Division  staff  in  the 
period  from  January  1970  through  August  1989.  Work  performed  by  authors  before 
joining  this  Division  or  work  by  authors  who  have  left  this  Division  has  been  included 
only  when  it  had  special  significance.  A miscellaneous  category  includes  general 
publications.  A few  references  are  listed  in  more  than  one  category  where 
appropriate . 

Several  other  information  sources  may  be  useful  to  the  reader  who  is  interested  in 
NIST  activities  connected  with  electromagnetic  metrology.  A companion  bibliography, 
NISTIR  89-3921,  lists  publications  of  the  Electromagnetic  Technology  Division  for  the 
period  January  1970  through  August  1989.  Topics  include  metrology  for  laser  systems, 
optical  communication  equipment,  cryoelectronics,  superconductors  and  other  unusual 
electrical  engineering  materials.  Three  additional  bibliographies  list  publications 
of  the  former  Electromagnetics  Division:  NBSIR  73-320  (July  1972-June  1973);  NBSIR 

74-395  (July  1973-June  1974);  NBSIR  75-818  (July  1974-June  1975).  These  were  preceded 
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by  a series  of  unpublished  reports  (edited  by  H.  M.  Altschuler)  that  cover  the  period 
back  to  1956.  An  excellent  summary  of  the  whole  field  of  electromagnetic  metrology  as 
it  stood  in  1967  was  published  as  a special  issue  of  the  IEEE  Proceedings  (volume  55, 
June  1967) . Advances  in  the  following  decades  were  described  in  two  other  special 
issues  of  the  same  journal  (volume  66,  April  1978  and  volume  74,  January  1986). 


A Note  on  Abbreviations 


NOTE:  On  August  23,  1988,  the  National  Bureau  of  Standards  (NBS)  became  the  National 

Institute  of  Standards  and  Technology  (NIST);  therefore,  documents  with  either  prefix 
are  considered  NIST  publications. 


Most  readers  are  familiar  with  the  commonly  used  abbreviations  for  the  names  of  the 
professional  journals  that  appear  in  this  bibliography.  Some  publication  series  are 
peculiar  to  NIST  and  may  call  for  explanation.  They  are: 


NISTIR  - NIST  Interagency/Internal  Report 

NIST  TN  - NIST  Technical  Note 

NIST  SP  - NIST  Special  Publication 

NIST  HB  - NIST  Handbook 

NIST  JRES  - NIST  Journal  of  Research 

NIST  MN  - NIST  Monograph 


NBSIR  - NBS  Interagency/Internal  Report 

NBS  TN  - NBS  Technical  Report 

NBS  SP  - NBS  Special  Publication 

NBS  HB  - NBS  Handbook 

NBS  JRES  - NBS  Journal  of  Research 

NBS  MN  - NBS  Monograph 


Purchase  Procedures  and  Document  Availability 

NIST  (NBS)  Technical  Notes,  Special  Publications,  Handbooks,  Journals  of  Research,  and 
Monographs  may  be  purchased  from  the  Superintendent  of  Documents,  U.  S.  Government 
Printing  Office,  Washington,  DC  20402.  Orders  must  be  accompained  by  postal  money 
order,  express  money  order,  or  check  made  out  to  the  Superintendent  of  Documents. 

NIST  (NBS)  Interagency/Internal  Reports  (NISTIRs,  NBSIRs)  may  be  purchased  from  the 
National  Technical  Information  Service,  Springfield,  VA  22161.  Orders  must  be 
accompained  by  postal  money  order,  express  money  order,  or  check  made  out  to  NTIS. 

Reprints  of  papers  published  in  non-NIST  media  may  be  available  in  limited  quantities 
from  the  authors . 
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ANTENNAS 


BAIRD,  R.  C. 

Microwave  Antenna  Measurement  Services  at  the  National  Bureau  of 
Standards 

Dig.,  Antenna  Meas . Tech.  Assn.  Mtg. 

October  1981 

BAIRD,  R.  C.;  ESTIN,  A.  J. 

The  Orbiting  Standards  Package:  A Recalibratable  Satellite  Instrument 
Assembly  for  Measuring  Large  Earth  Station  Antennas 

Proc . 1982  Antenna  Meas.  Techniques  Assoc.,  5-7  October,  1982, 

New  Mexico  State  University,  Las  Cruces,  NM,  pp . 5-1  through  5-9 
1982 

BAIRD , R . C . ; KERNS , D . M . 

The  Accurate  Determination  of  Millimeter-Wave  Antenna  Characteristics 
by  Deconvolution  and  Extrapolation  Techniques 

Proc.  1974  Millimeter-Wave  Conf.,  26-28  March,  1974,  Vol.  2, 

E 2-1  through  E 2-12 
1974 

BAIRD,  R.  C.;  NEWELL,  A.  C.;  STUBENRAUCH,  C.  F. 

A Brief  History  of  Near-Field  Measurements  of  Antennas  at  the  National 
Bureau  of  Standards 

IEEE  Trans,  on  Antennas  and  Propagat.,  Spec.  Issue  on  Near-Field 
Scanning  Techn. , Vol.  36,  No.  6,  pp . 727-733 
J une  1988 

BAIRD,  R.  C.;  DAYWITT,  W.  C.;  NEWELL,  A.  C.;  PERERA,  S.;  REP JAR,  A.  G.; 
WAIT,  D.  F.;  ESTIN,  A.  J. 

Calibration  Requirements  for  EHF  Satellite  Communication  Systems 
NBSIR  86-3058 

October  1986 

BENSEMA,  W.  D. 

Broadband  Orthogonal  Array  Antenna  System:  Microprocessor  Control  and 
Computation 

Record,  "EMC  '81,"  1981  IEEE  Int . Symp . on  Electromagn.  Compat., 
18-20  August,  1981,  Boulder,  CO 
1981 

Handbook  for  Broadband  Isotropic  Antenna  System  Volume  1 - Operations 
Manual 

NBSIR  83-1693 
July  1983 
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Antennas  (cont.) 


BUSSEY,  H.  E.;  LARSEN,  E.  B. 

Buried  Antenna  Performance:  Development  of  Small  Resonant  Buried 
Antennas 

RADC-TR- 74- 169M , AD  783274 
June  1974 

CRAWFORD,  M.  L. 

Calibration  of  Broadbeam  Antennas  Using  Planar  Near-Field  Measurements 
Proc . 1976  Conf.  on  Precision  Electromagn.  Meas . , 28  June-1  July, 
1976,  Boulder,  CO,  pp . 53-56 
1976 

CRUZ,  J.  E.;  LARSEN,  E.  B. 

Screenroom  Measurements  of  Antenna  Factors 

Proc.  1985  Instrum,  and  Meas.  Technol.  Conf.,  20-22  March,  1985, 
Tampa,  FL,  p.  208 
1985 

DAY , G . W . ; STUBENRAUCH , C . F . 

Laser  Far-Field  Beam-Profile  Measurements  by  the  Focal  Plane  Technique 
NBS  Tech.  Note  1001 
March  1978 


DAYWITT,  W.  C. 

Error  Equations  Used  in  the  NBS  Precision  G/T  Measurement  System 
NBSIR  76-842 

September  1976 

A Precision  Earth-Terminal  System  for  Accurate  C/KT , G/T,  and  EIRP 
Measurements  with  a Calibrated  Radio  Star 

Proc.  1977  URSI  Int.  Symp . on  Meas.  in  Telecommunications, 

3-7  October,  1977,  Lannion,  France,  pp . 1-4 
1977 

Error  Equations  Used  in  the  NBS  Earth-Terminal  Measurement  System 
NBSIR  78-869 

December  1977 

Atmospheric  Propagation  Equations  Used  in  the  NBS  Earth  Terminal 
Measurement  System 
NBSIR  78-883 

April  1978 

An  Error  Analysis  for  the  Measurement  of  Satellite  EIRP  using  a 
Calibrated  Radio  Star 

IEEE  Trans.  Instrum.  Meas.,  Vol.  IM-27,  No.  3,  pp . 253-258 
September  1978 
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Antennas  (cont.) 


DAYWITT,  W.  C.  (cont.) 

An  Error  Analysis  for  the  Use  of  Presently  Available  Lunar  Radio  Flux 

Data  in  Broadbeam  Antenna- System  Measurements 
NBS  Tech.  Note  1973 
February  1984 

A Preliminary  Investigation  into  using  the  Sun  as  a Source  for  G/T 

Measurements 

NBSIR  84-3015 

August  1984 

A Simple  Technique  for  Determining  Joint  Losses  on  a Coaxial  Line  from 

Swept- Frequency  Reflection  Data 

IEEE  Trans,  on  Instrum,  and  Meas . , Vol.  IM-36,  pp . 468-473 
J une  1987 

DAYWITT,  W.  C.;  KANDA,  M. 

G/T  Measurement  Errors  with  Radio  Stars 

Proc . 1975  IEEE  Int.  Antennas  and  Propagat.  Symp . , 2-4  June, 

1975,  Urbana- Champaign , IL,  Session  20,  pp . 460-463 
1975 

DOUGHERTY,  H.  T.;  ESTIN,  A.  J.;  MORGAN,  W.  L. ; WOODRUFF,  J.  J. 

The  Orbiting  Standards  Platform 

Proc.  1978  Antenna  Applications  Symp.,  20-22  September,  1978, 
Urbana- Champaign,  IL,  pp . 1-9 
1978 

ESTIN,  A.  J.;  BAIRD,  R.  C. 

Feasibility  Study  of  Orbiting  Standards  Platform 
NBSIR  78-886 

J une  1978 

ESTIN,  A.  J.;  STUBENRAUCH,  C.  F.;  REP JAR,  A.  G.;  NEWELL,  A.  C. 

Optimized  Wavelength- Sized  Scalar  Horns  as  Antenna  Radiation  Standards 
1981  EEMTIC  Dig.,  June  1981 
1981 

IEEE  Trans.  Instrum.  Meas.,  Vol.  IM-31,  No.  1,  pp . 53-56 
March  1982 
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Antennas  (cont.) 


FITZGERRELL,  R.  G. 

A Partial  Loop  Source  o,f  E & H Fields  for  Antenna  Factor  Calibration  (A 
Loop  Cell) 

Proc . 1982  Antenna  Meas.  Techniques  Assoc.,  5-7  October,  1982, 

New  Mexico  State  University,  Las  Cruces,  NM,  pp . 15-1  through 
15-22 

1982 

A Source  of  E&H  Fields  for  Antenna- Factor  Calibration 

IEEE  Trans.  Electromagn.  Compat.,  Vol.  EMC-26,  No.  2,  pp . 58-65 
May  1984 

Linear  Gain  - Standard  Antennas  Below  1000  MHz 
NBS  Tech.  Note  1098 
May  1986 

Standard  Linear  Antennas,  30  GHz  to  1000  MHz 

Proc.  Conf.  on  Electromagn.  Compat.,  29  September-2  October, 

1986,  University  of  York,  England,  pp . 147-153 

1986 

Three  PC -Computer  Programs  for  Antenna  Calculations  Primarily  for  Use 
Below  1000  MHz 

IEEE  Antennas  and  Propagat . Soc.  (AP-S)  Newslett.,  Vol.  29,  No.  3, 
pp . 30-32 

June  1987 

FRANCIS,  M.  H.;  HILL,  D . A. 

Out-of-Band  Response  of  Array  Antennas 

Proc.  Antenna  Meas.  Techniques  Assoc.,  28  September-2  October, 

1987,  Seattle,  WA,  pp . 14-19 

1987 

FRANCIS,  M.  H.;  STUBENRAUCH,  C.  F. 

Comparison  of  Measured  and  Calculated  Antenna  Side  Lobe  Coupling  Loss 
in  the  Near  Field  Using  Approximate  Far-Field  Data 

IEEE  Trans,  on  Antennas  and  Propagat.,  Vol.  36,  No.  3,  pp . 438-441 
March  1988 

FRANCIS,  M.  H.;  YAGHJIAN,  A.  D. 

Computations  of  Antenna  Side-Lobe  Coupling  in  the  Near  Field  Using 
Approximate  Far-Field  Data 
NBSIR  82-1674 

August  1982 
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Antennas  (cont.) 


FRANCIS,  M.  H.;  REP JAR,  A.  G.;  KREMER,  D.  P. 

Antenna  Measurements  for  Millimeter  Waves  at  the  National  Bureau  of 
Standards 

Proc . Antenna  Meas . Techniques  Assoc.,  12-16  September,  1988, 
Atlanta,  GA,  pp . 13-13  - 13-17 
September  1988 

GREENLEE,  D.  H.;  KANDA,  M. ; CHANG,  D.  C. 

The  Characteristics  of  Iris -Fed  Millimeter  Wave  Rectangular  Microstrip 
Patch  Antennas 

NBS  Tech.  Note  1063 
October  1983 


HILL,  D.  A. 

Theory  of  Near- field  Phased  Arrays  for  Electromagnetic  Susceptibility 
Testing 

NBS  Tech.  Note  1072 
February  1984 

Out-of-Band  Response  of  Reflector  Antennas 
NBSIR  85-3021 

April  1985 

Far-Field  Transient  Response  of  an  Antenna  from  Near-Field  Data 
NBSIR  86-3063 

December  1986 

Antennas  for  Geophysical  Applications 

Antenna  Handbook:  Theory,  Applications  and  Design  (Chapter  3), 
edited  by  U.  T.  Lo  and  S.  W.  Lee,  Van  Nostrand  Reinhold  Co., 
pp.  23-1  through  23-6 
1988 

HILL,  D.  A.;  CAVCEY,  K.  H. 

Coupling  Between  Two  Antennas  Separated  by  a Planar  Interface 

IEEE  Trans,  on  Geoscience  and  Remote  Sensing,  Vol.  GE-25,  No.  4, 
pp.  422-431 

July  1987 
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Antennas  (cont.) 


HILL,  D.  A.;  FRANCIS,  M.  H. 

Out-of-Band  Response  of  Antenna  Arrays 
NBSIR  86-3047 
June  1986 

Proc.  1987  IEEE  Int.  Symp . on  Electromagn.  Compat.,  25-27  August, 
1987,  Atlanta,  GA,  pp . 435-438 
1987 

C IEEE  Trans,  on  Electromagn.  Compat.,  Vol.  EMC-29,  No.  4, 

pp.  282-288 

November  1987 
HILL,  D.  A.;  KOEPKE,  G.  H. 

A Near-Field  Array  of  Yagi-Uda  Antennas  for  Electromagnetic 
Susceptibility  Testing 

NBS  Tech.  Note  1082 
July  1985 

IEEE  Trans,  on  Electromagn.  Compat.,  Vol.  EMC-28,  No.  4, 
pp.  273-276 

November  1986 

An  Array  of  Dipoles  for  Plane  Wave  Synthesis 

Proc.  1985  Int.  Symp.  on  Antennas  and  EM  Theory,  26-28  August, 
1985,  Beijing,  China,  pp . 422-427 
1985 

HILL,  D.  A.;  WAIT,  J.  R. 

Electromagnetic  Characteristics  of  a Coaxial  Cable  with  Periodic  Slots 
IEEE  Trans.  Electromagn.  Compat.,  Vol.  EMC-22,  No.  4,  pp . 303-307 
November  1980 


JESCH,  R.  L. 

Measured  Vehicular  Antenna  Performance 

IEEE  Trans.  Veh.  Technol.,  Vol.  VT-34,  No.  2,  pp . 97-107 
May  1985 

National  Institute  of  Justice  Technology  Program,  NIJ 
Report-201-85 
May  1986 
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Antennas  (cont.) 


KANDA,  M. 

Accuracy  Considerations  in  the  Measurement  of  the  Power  Gain  of  a Large 
Microwave  Antenna 

Proc . 1974  Int . IEEE/AP-S  Symp . , 10-12  June,  1974,  Atlanta,  GA, 

pp . 43-45 
1974 

IEEE  Trans.  Antennas  Propagat.,  Vol.  AP-23,  No.  3,  pp . 407-411 
May  1975 

Study  of  Error  Analysis  for  Absolute  Flux  Density  Measurements  of 
Cassiopeia 

IEEE  Trans.  Instrum.  Meas . , Vol.  IM-25,  No.  3,  pp . 173-182 
September  1976 

A Relatively  Short  Cylindrical  Broadband  Antenna  with  Tapered  Resistive 
Loading  for  Picosecond  Pulse  Measurements 

NBSIR  77-861 

August  1977 

IEEE  Antennas  and  Propagat.  Soc.  Dig.,  pp . 230-233 
May  1978 

IEEE  Trans.  Antennas  and  Propagat.,  Vol.  AP-26,  No.  3,  pp . 439-447 
May  1978 

Transients  in  Resistively  Loaded  Antennas  and  Their  Comparison  with 
Conical  Antennas  and  TEM  Horns 

NBSIR  78-876 

March  1978 

IEEE  Trans.  Antennas  Propagat.,  Vol.  AP-28,  No.  1,  pp . 132-136 
January  1980 

Analytical  and  Numerical  Techniques  for  Analyzing  an  Electrically  Short 
Dipole  with  a Nonlinear  Load 
NBSIR  78-898 

November  1978 

IEEE  Trans.  Antennas  Propagat.,  Vol.  AP-28,  No.  1,  pp . 71-78 
January  1980 

The  Time  Domain  Characteristics  of  a Traveling  Wave  Linear  Antenna  with 
Linear  and  Non-Linear  Loads 

NBSIR  78-892 (R) 

February  1979 
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Antennas  (cont.) 


KANDA,  M.  (cont.) 

The  Effects  of  Resistive  Loading  on  TEM  Horns 
NBSIR  79-1601 

August  1979 

The  Characteristics  of  a Linear  Antenna  with  Tapered  Resistive  and 

Capacitive  Loading 

Proc . 1980  IEEE  AP  Symp.,  2-6  June,  1980,  Quebec,  Canada,  Vol.  2, 
AP.  18-2,  pp.  696-699 
1980 

The  Effects  of  Resistive  Loading  on  TEM  Horns 

IEEE  Trans.  Electromagn.  Compat.,  Vol.  EMC-24,  No.  2,  pp . 245-255 
May  1982 

An  Electromagnetic  Near- Field  Sensor  for  Simultaneous  Electric  and 

Magnetic -Field  Measurements 

IEEE  Trans.  Electromagn.  Compat.,  Vol.  EMC-26,  No.  3,  pp . 102-110 
August  1984 

Transients  in  a Resistively  Loaded  Loop  Antenna 

Proc.  1984  Int.  Symp.  on  Electromagn.  Compat.,  16-18  October, 
1984,  Tokyo,  Japan,  Vol.  1,  pp . 286-290 
1984 

KANDA,  M. ; ORR,  R.  D. 

Near-Field  Gain  of  a Horn  and  an  Open-Ended  Waveguide;  Comparison 

Between  Theory  and  Experiment 

IEEE  AP/S  Symp.  on  Antennas  and  Propagation 
8-13  June,  1986,  Philadelphia,  PA,  pp . 91-94 
1986 

Proc.  5th  Int.  Conf.  on  Electromagn.  Compat.,  29  September- 
2 October,  1986,  University  of  York,  England,  pp . 137-145 
1986 

IEEE  Trans,  on  Antennas  and  Propagat.,  Vol.  AP-35,  No.  1, 
pp.  33-40 

January  1987 

KANDA,  M. ; CHANG,  D.  C.;  GREENLEE,  D.  H. 

The  Characteristics  of  Iris-Fed  Millimeter  Wave  Rectangular  Microstrip 

Patch  Antennas 

Proc.  1982  IEEE  AP/S  Symp.,  24-28  May,  1982,  University  of  New 
Mexico,  Albuquerque,  NM,  pp . 292-295 
1982 
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Antennas  (cont.) 


KERNS,  D.  M. 

Comment  on  Correction  of  Errors  in  Aerial  Far-Field  Radiation-Pattern 
Determinations 

Electronics  Letters,  Vol . 7,  No.  24,  pp.  706 
December  1971 

Plane -Wave  Scattering  Matrix  Theory  of  Antennas  and  Antenna -Antenna 
Interactions:  Formulation  and  Applications 
NBSIR  75-824 

January  1975 

Plane -Wave  Scattering  Matrix  Theory  of  Antennas  and  Antenna -Antenna 
Interactions 

NBS  MN  162 

June  1981 

KREMER,  D.  P.;  REP JAR,  A.  G. 

Antenna  Calibrating  Standards  Using  CW  and  Pulsed-CW  Measurements  and 
the  Planar  Near-Field  Method 

Proc . Antenna  Meas . Techn.  Assoc.,  12-16  September,  1988, 
Atlanta,  GA,  pp . 13-21  - 13-29 
September  1988 


LARSEN,  E.  B. 

Calibration  and  Meaning  of  Antenna  Factor  and  Gain  for  EMI  Antennas 

Interference  Technology  Engineers'  Master  (ITEM  1986),  pp . 113-335 
1986 

LARSEN , E . B . ; ANDREWS , J . R. 

Using  Fiber  Optics  in  a Broadband,  Sensitive,  Isotropic  Antenna  - 
15  kHz  to  150  MHz 

Proc.  IEEE  Int.  Symp . on  Electromagn.  Compat.,  13-15  July,  1976, 
Washington,  DC,  pp . 385-389 
1976 

LARSEN , E . B . ; CRUZ , J . E . 

E&H  Fields  in  Transmission  Lines  and  Coils  for  Susceptibility  Testing, 
Probe  Calibration,  and  RF  Exposure  Chambers 

Proc.  1985  Instrum,  and  Meas.  Technol.  Conf . , 20-22  March,  1985, 
Tampa,  FL,  p.  199 
1985 

LAWTON,  R.  A.;  ONDREJKA,  A.  R. 

Antennas  and  the  Associated  Time  Domain  Range  for  the  Measurement  of 
Impulsive  Fields 

NBS  Tech.  Note  1008 
November  1978 
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Antennas  (cont.) 


LEWIS,  R.  L. 

The  Use  of  Three  Term  Recursion  Relations  for  Numerical  Computations  as 
Applied  to  Near-Field  Spherical  Scanning 

Proc . Int.  Union  of  Radio  Science  (URSI)  Int.  Symp . , 20-24  June, 
1977,  pp.  224-226 
1977 

Efficient  Computation  of  the  Far-Field  Radiated  by  an  Arbitrary 
Rectangular -Aperture  Distribution 
NBSIR  81-1643 

April  1981 

Spherical  Scanning  Data  Processing:  An  Algorithm  for  Halving  the  Data 
Processing  Effort  when  the  Radiation  into  the  Back  Hemisphere  is 
Negligible 

Dig.,  1981  IEEE  APS  Int.  Symp.,  June  1981 
1981 
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NBS  Tech.  Note  1082 
July  1985 

IEEE  Trans,  on  Electromagn.  Compat.,  Vol.  EMC-28,  No.  4, 
pp.  273-276 

November  1986 

An  Array  of  Dipoles  for  Plane  Wave  Synthesis 

Proc.  1985  Int.  Symp.  on  Antennas  and  Propagat.,  20-22  August, 
1985,  Kyoto,  Japan,  pp . 177-180 
1985 
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HILL,  D.  A.;  WAIT,  J.  R. 

Propagation  Along  a Coaxial  Cable  with  a Helical  Shield 

IEEE  Trans.  Microwave  Theory  Technol.,  Vol.  MTT-28,  No.  2, 
pp . 84-89 

February  1980 

Electromagnetic  Characteristics  of  a Coaxial  Cable  with  Periodic  Slots 
IEEE  Trans.  Electromagn.  Compat.,  Vol.  EMC-22,  No.  4,  pp . 303-307 
November  1980 

Anomalous  Vertical  Magnetic  Field  for  Electromagnetic  Induction  in  a 

Laterally  Varying  Thin  Conductive  Sheet 

Radio  Science,  Vol.  21,  No.  4,  pp . 617-621 
July -August  1986 

HUDSON,  P.  A.;  MELQUIST,  D.  G.;  ONDREJKA,  A.  R. ; WERNER,  P.  E. 

A Program  to  Evaluate/Improve  Instrumentation  and  Test  Methods  for 

Electroexplosive  Device  Safety  Qualification 
NBSIR  73-323 

June  1973 

Completion  of  the  Program  to  Evaluate/Improve  Instrumentation  and  Test 

Methods  for  Electroexplosive  Device  Safety  Qualification 
NBSIR  74-379 

J une  1974 


JESCH,  R.  L. 

Susceptibility  of  Emergency  Vehicle  Sirens  to  External  Radiated 
Electromagnetic  Fields 

National  Institute  of  Justice  Technology  Program,  NIJ 
Report-200-85 
May  1986 

A Survey  of  Triaxial  and  Mode -Stirred  Techniques  for  Measuring  the 
Shielding  Effectiveness  of  Connectors  and  Cables 
NBSIR  86-3060 

October  1986 

Measurement  of  Shielding  Effectiveness  of  Different  Cable  and  Shielding 
Configurations  by  Mode -Stirred  Techniques 
NBSIR  87-3076 

October  1987 
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Measurement  of  Shielding  Effectiveness  of  Different  Cable  and  Shielding 
Configurations  by  Mode -Stirred  Techniques 

IEEE  Trans,  on  EMC,  Vol.  30,  pp . 222-228 
August  1988 


KANDA,  M. 

Time  and  Amplitude  Statistics  for  Electromagnetic  Noise  in  Mines 
NBSIR  74-378 

July  1974 

The  Characteristics  of  a Relatively  Short  Broadband  Linear  Antenna  with 

Tapered  Resistive  Loading 

Proc . Int.  Symp . on  Antennas  and  Propagat.  Soc.,  20-22  June,  1977 
1977 

IEEE  Antennas  and  Propagat.  Soc.  Dig.,  20-22  June,  1977, 
pp . 230-233 
1977 

A Relatively  Short  Cylindrical  Broadband  Antenna  with  Tapered  Resistive 

Loading  for  Picosecond  Pulse  Measurements 
NBSIR  77-861 

August  1977 

IEEE  Trans.  Antennas  Propagat.,  Vol.  AP-26,  No.  3,  pp . 439-447 
1977 

A Broadband  Antenna  with  Tapered  Resistive  Loading  for  EMI  Measurements 
Proc.  1977  IEEE  Int.  Symp.  on  Electromagn.  Compat.,  2-4  August, 
1977,  Seattle,  WA,  pp . 13-18 
1977 

The  Characteristics  of  Broadband,  Isotropic  Electrical  Field  and 

Magnetic  Field  Probes 
NBSIR  77-868 

November  1977 

Transients  in  Resistively  Loaded  Antennas  and  Their  Comparison  with 

Conical  Antennas  and  TEM  Horns 
NBSIR  78-876 

March  1978 
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Analytical  and  Numerical  Techniques  for  Analyzing  an  Electrically  Short 
Dipole  with  a Nonlinear  Load 
NBSIR  78-898 

November  1978 

IEEE  Antennas  and  Propagat.,  Vol.  AP-28,  No.  1,  pp . 71-78 
January  1980 

The  Characteristics  of  a Trave ling- Wave , Linear  Antenna  with  a 
Nonlinear  Load 

Dig.  Abstract,  1979  IEEE  AP  Symp . 

January  1979 

The  Time  Domain  Characteristics  of  a Traveling  Wave  Linear  Antenna 
with  Linear  and  Non-Linear  Loads 
NBSIR  78 - 892 (R) 

February  1979 

The  Effects  of  Resistive  Loading  on  TEM  Horns 
NBSIR  79-1601 

August  1979 

IEEE  Antennas  and  Propagat.,  Vol.  AP-28,  No.  1,  pp . 71-78 
January  1980 

IEEE  Trans.  Electromagn.  Compat. , Vol.  EMC-24,  No.  2,  pp . 245-255 
May  1982 

Transients  in  Resistively  Loaded  Antennas  and  Their  Comparison  with 
Conical  Antennas  and  a TEM  Horn 

IEEE  Trans.  Antennas  Propagat.,  Vol.  AP-28,  No.  1,  pp . 132-136 
January  1980 

The  Time -Domain  Characteristics  of  a Trave ling -Wave  Linear  Antenna  with 
Linear  and  Nonlinear  Parallel  Loads 

IEEE  Trans.  Antennas  Propagat.,  Vol.  AP-28,  No.  2 
March  1980 

The  Characteristics  of  a Linear  Antenna  with  Tapered  Resistive  and 
Capacitive  Loading 

Proc . IEEE  AP  Symp.,  2-6  June,  1980,  Quebec,  Canada,  Vol.  2, 

AP. 18-2 , pp.  696-699 
1980 
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Theoretical  and  Experimental  Investigations  of  Loading  Effects  Due  to  a 
Perfectly  Conducting  Rectangular  Cylinder  in  a Transverse 
Electromagnetic  Cell 

4th  Symp . and  Tech.  Exhib . on  Electromagn.  Compat.,  March,  1981, 
Zurich,  Switzerland 
1981 

Theoretical  and  Experimental  Investigations  of  Electromagnetic  Field 
Distortion  Due  to  a Perfectly  Conducting  Rectangular  Cylinder  in  a 
Transverse  Electromagnetic  Cell 
NBS  Tech.  Note  1028 
April  1981 

An  Electric  and  Magnetic  Field  Sensor  for  Simultaneous  Electromagnetic 
Near-Field  Measurements  - Theory 
NBS  Tech.  Note  1062 
April  1983 

An  Electromagnetic  Near- field  Sensor  for  Simultaneous  Electric  and 
Magnetic-Field  Measurements 

IEEE  Trans.  Electromagn.  Compat.,  Vol.  EMC-26,  No.  3,  pp . 102-110 
August  1984 

Transients  in  a Resistively  Loaded  Loop  Antenna 

Proc.  1984  Int . Symp.  on  Electromagn.  Compat.,  16-18  October, 

1984,  Tokyo,  Japan,  Vol.  1,  pp . 286-290 

1984 

A Methodology  for  Evaluating  Microwave  Anechoic  Chamber  Measurements 
Pf oc . 1985  Symp.  and  Technical  Exhib.  on  Electromagn.  Compat., 

5-7  March,  1985,  Zurich,  Switzerland,  pp . 69-74 

1985 

KANDA,  M.;  ADAMS,  J.  W. 

Amplitude  Statistics  of  Electromagnetic  Noise  in  Coal  Mines 

Proc.  1973  Thru- the  - Earth  Electromagn.  Workshop,  15-17  August, 
1973,  Colorado  School  of  Mines,  Golden,  CO,  pp . 156-160 
1973 

URSI  Dig.,  IEEE  Trans.  Antennas  Propagat. 

May  1975 
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KANBA,  M.;  DRIVER , L.  D. 

An  Isotropic,  Electric-Field  Probe  with  Tapered  Resistive  Dipoles  for 
Broadband  Use,  100  kHz  - 18  GHz 

Record,  1986  IEEE  Int . Symp . on  Electromagn.  Compat.,  16-18 
September,  1986,  San  Diego,  CA,  pp . 256-261 
1986 

IEEE  Trans,  on  Microwave  Theory  and  Techn. , Vol.  MTT-35, 

No.  2,  pp.  124-130 
February  1987 

A Broadband,  Electric-Field  Probe  Using  Resistively  Tapered  Dipoles, 

100  kHz  - 18  GHz 

Proc.  1986  IEEE/MTT/S  Int.  Microwave  Symp.  Dig.,  2-4  June,  1986, 
Baltimore,  MD,  pp . 621-624 
1986 

An  Optically  Linked  Electric  and  Magnetic  Field  Sensor  for  Poynting 
Vector  Measurements  in  the  Near  Field  of  Radiating  Sources 

CPEM  Dig.,  7-10  June,  1988,  Tsukuba  Science  City,  Japan,  pp . 32-33 
1988 


KANDA,  M. ; MAY,  W.  G. 

A Millimeter  Wave  Isolator  Containing  a Semiconductor  Rod  in  a Circular 
Waveguide 

IEEE  Trans.  Instrum.  Meas . , No.  IM-24,  No.  3,  pp . 264-266 
September  1975 

KANDA,  M. ; NAHMAN,  N.  S. 

Standards  for  Measurement  of  Electromagnetic  Fields 

Proc.  1985  Instrum,  and  Meas.  Technol.  Conf . , 20-22  March,  1985, 
Tampa,  FL,  pp . 20-23 

1985 

KANDA,  M. ; ORR,  R.  D. 

A Radio- frequency  Power  Delivery  System:  Procedures  for  Error  Analysis 
and  Self -Calibration 

NBS  Tech.  Note  1083 
August  1985 

Near-Field  Gain  of  a Horn  and  an  Open-Ended  Waveguide:  Comparison 
Between  Theory  and  Experiment 

Proc.  5th  Int.  Conf.  on  Electromagn.  Compat.,  29  September-2 
October,  1986,  University  of  York,  England,  pp . 137-145 

1986 
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Generation  of  Standard  Electromagnetic  Fields  in  a TEM  Cell 
NBS  Tech.  Note  1319 
August  1988 

KANDA,  M. ; RIES , F.  X. 

Time  Domain  Sensors  for  Radiated  Impulsive  Measurements 

Proc.  IEEE  1982  Int.  Symp . on  Electromagn.  Compat.,  8-10 
September,  1982,  Santa  Clara,  CA,  pp . 296-301 
1982 

IEEE  Trans.  Antennas  Propagat.,  Vol.  AP-31,  No.  3,  pp . 438-444 
May  1983 

KANDA,  M.;  WYSS,  J.  C. 

Evaluation  of  Off-Axis  Measurements  Performed  in  an  Anechoic  Chamber 
NBS  Tech.  Note  1305 
October  1986 

KANDA,  M.;  ADAMS,  J.  W. ; BENSEMA,  W.  D. 

Electromagnetic  Noise  in  McElroy  Mine 
NBSIR  74-389 

June  1974 

KANDA,  M.;  RANDA,  J.  P.;  NAHMAN,  N.  S. 

Possible  Estimation  Methodologies  for  Electromagnetic  Field 
Distributions  in  Complex  Environments 
NBS  Tech.  Note  1081 
March  1985 

KANDA,  M.;  RIES,  F.  X.;  BELSHER,  D.  R. 

A Broadband  Isotropic,  Real-Time,  Electric  Field  Sensor  (BIRES)  Using 
Resistively  Loaded  Dipoles 
NBSIR  79-1622 

December  1979 

KANDA,  M.;  RIES,  F.  X.;  DRIVER,  L.  D.;  ORR,  R.  D. 

Design  Considerations  for  Broadband  Magnetic- Field  Sensors 

Dig.,  1982  Conf.  on  Precision  Electromagn.  Meas . , 28  June-1  July, 

1982,  Boulder,  CO,  pp . P-11  through  P-13 

1982 

An  Electric  and  Magnetic  Field  Sensor  Concept  for  Simultaneous 
Near-Field  Electromagnetic  Components  When  Using  TEM  Cells 

Proc.  1983  Electromagn.  Compat.  Symp.  and  Exhib . , 8-10  March, 

1983,  Zurich,  Switzerland,  pp . 263-266 

1983 
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KANDA,  M.;  LARSEN,  E.  B.;  BORSERO,  M. ; GALLIANO,  P.  G.;  YODOSHIMA,  I.; 
NAHMAN,  N.  S. 

Standards  for  Electromagnetic  Fields  Measurements 

Special  Issue  of  Proc . IEEE  on  Radio  Meas . and  Standards, 

Vol . 94,  No.  1,  pp.  120-128 
January  1986 

KOEPKE,  G.  H. ; MA,  M.  T. 

A New  Method  for  Determining  the  Emission  Characteristics  of  an  Unknown 
Interference  Source 

Proc.  IEEE  1982  Int.  Symp . on  Electromagn.  Compat . , 

8-10  September,  1982,  Santa  Clara,  CA,  pp . 151-156 

1982 

Proc.  1983  Electromagn.  Compat.  Symp.  and  Exhib.,  8-10  March, 

1983,  Zurich,  Switzerland,  pp . 263-266 

1983 

KOEPKE,  G.  H.;  MA,  M.  T.;  BENSEMA,  W.  D. 

Theory  and  Measurements  of  Radiated  Emissions  Using  a TEM  Cell 
NIST  Tech  Note  1326 
January  1989 

Implementation  of  an  Automated  System  for  Measuring  Radiated  Emissions 
Using  a TEM  cell 

IEEE  Trans,  on  Instrum,  and  Meas.,  Vol.  38,  No.  2,  pp . 473-479 
April  1989 

KUFFEL,  J.;  MALEWSKX , R. ; VAN  KEESWIJK,  R. ; LAWTON,  R.  A. 

Dynamic  Performance  of  Digital  Recorders  Used  for  Monitoring 
High-Voltage  Impulse  Tests 

Proc.  IEEE  Instrum,  and  Meas.  Technol.  Conf . , 25-27  March,  1986, 
Boulder,  CO,  Vol.  IM-35,  No.  4,  pp . 591-595 
1986 


LARSEN,  E.  B. 

Calibration  of  Radio  Receivers  to  Measure  Broadband  Interference 
NBSIR  73-335 

September  1973 

Background  and  Present  Status  of  R.F  Probe  Development  at  NBS 

Record,  "EMC  '81,"  1981  IEEE  Int.  Symp.  on  Electromagn.  Compat., 
18-20  August,  1981,  Boulder,  CO 
1981 

Calibration  and  Meaning  of  Antenna  Factor  and  Gain  for  EMI  Antennas 

Interference  Technology  Engineers'  Master  (ITEM  1986),  pp . 113-335 
1986 
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LARSEN,  E.  B.;  ANDREWS,  J.  R. 

Using  Fiber  Optics  in  A Broadband,  Sensitive,  Isotropic  Antenna  - 
15  KHz  to  150  MHz 

Proc.  1976  IEEE  Int.  Symp . on  Electromagn.  Compat.,  13-15  July, 
1976,  Washington,  DC 
1976 

LARSEN , E . B . ; CRUZ , J . E . 

E&H  Fields  in  Transmission  Lines  and  Coils  for  Susceptibility  Testing, 
Probe  Calibration,  and  RF  Exposure  Chambers 

Proc.  1985  Instrum,  and  Meas . Technol.  Conf . , 20-22  March,  1985, 
Tampa,  FL,  p.  199 
1985 

LARSEN,  E.  B.;  RIES , F.  X. 

Design  and  Calibration  of  the  NBS  Isotropic  Electric-Field  Monitor 
(EFM-5) , 0.2  to  1000  MHz 
NBS  Tech.  Note  1033 
March  1981 

LARSEN,  E.  B.;  SHAFER,  J.  F. 

Surveys  of  Electromagnetic  Field  Intensities  Near  Representative 
Higher -Power  FAA  Transmitting  Antennas 
FAA-RD-77 

December  1977 

LARSEN,  E.  B.;  ANDREWS,  J.  R. ; BALDWIN,  E.  E. 

Sensitive  Isotropic  Antenna  with  Fiber-Optic  Link  to  a Conventional 
Receiver 

NBSIR  75-819 

September  1976 

LARSEN,  E.  B.;  EHRET,  R.  L. ; CAMELL,  D.  G.;  KOEPKE,  G.  H. 

Calibration  of  Antenna  Factor  at  a Ground  Screen  Field  Site  Using  an 
Automatic  Network  Analyzer 

Proc.  IEEE  1989  Nat.  Symp.  on  Electromagn.  Compat.,  23-25  May 
1989,  Denver,  CO,  pp . 19-24 
1989 


LAWTON,  R.  A. 

A New  Standard  for  Electric  Field  Strength 

IEEE  Trans.  Instrum.  Meas.,  Vol.  IM-19,  pp . 45-51 
February  1970 
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LAWTON,  R.  A.;  ONDREJKA,  A.  R. 

Antennas  and  the  Associated  Time  Domain  Range  for  the  Measurement  of 
Impulsive  Fields 

NBS  Tech . Note  1008 
November  1978 

LIU,  B.  H . ; CHANG,  D.  C.;  MA,  M.  T. 

Eigenmodes  and  the  Composite  Quality  Factor  of  a Reverberating  Chamber 
NBS  Tech.  Note  1066 
August  1983 

Design  Consideration  of  Reverberating  Chambers  for  Electromagnetic 
Interference  Measurements 

Record,  IEEE  1983  Int.  Symp . on  Electromagn.  Compat.,  23-25 
August,  1983,  Arlington,  VA,  pp . 508-512 

1983 

MA,  M.  T. 

A Theoretical  Study  of  Unbalanced  Ground  Effects  on  Receiving  Dipoles 
NBSIR  79-1605 
May  1979 

Arrays  of  Discrete  Elements 

Antenna  Engineering  Handbook,  Chapter  3,  R.  C.  Johnson  and  H. 
Jasik,  McGraw-Hill  Book  Co. 

January  1984 

Error  Analysis  of  Radiation  Characteristics  of  an  Unknown  Interference 
Source  Based  on  Power  Measurements 

Proc . 1984  Int.  Symp . on  Electromagn.  Compat.,  16-18  October, 

1984,  Tokyo,  Japan,  pp . 39-44 

1984 

Measurements  of  Unintentional  Electromagnetic  Emissions 

Proc.  IEEE  Spec.  Issue  on  Radio  Meas . Methods  and  Standards, 

Vol . 74,  No.  1,  pp.  110-111 
January  1986 

Measuring  Electromagnetic  Interference,  Part  II;  Reverberating  Chambers 
Test  and  Measurement  World,  pp . 74-90 
May  1986 

Shielding  Effectiveness  Measuring  Using  an  Apertured  TEM  Cell  in  a 
Reverberation  Chamber 

IEEE  Int.  Symp.  on  Electromagn.  Compat.,  August  1986, 

San  Diego,  CA 
1986 
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Characterization  of  Unknown  RF  Leakage  Sources:  Problems,  Solutions  and 
Practical  Implications 

URSI  XXIInd  General  Assembly,  24  August  - 2 September,  1987, 

Tel  Aviv,  Israel 

1987 

Understanding  Reverberating  Chambers  as  an  Alternative  Facility  for  EMC 
Testing 

J.  of  Electromagn.  Waves  and  Appl.,  Vol.  2,  pp . 339-351 
March\April  1988 

Theory  and  Measurements  of  Unintentional  Radiators 

CPEM  Dig.,  7-10  June,  1988,  Tsukuba  Science  City,  Japan,  pp . 30-31 

1988 

How  High  is  the  Level  of  Electromagnetic  Fields  Radiated  by  an  ESD? 

Proc . 8th  Int'l.  Symp . & Tech.  Exhibition  on  EMC,  7-9  March  1989, 
Zurich,  Switzerland,  pp . 361-365 

1989 

MA,  M.  T.;  ARTHUR,  M.  G. 

A Study  of  Distribution  of  Electromagnetic  Fields  Inside  Buildings  with 
Apertures  Excited  by  an  External  Source 
NBSIR  82-1659 

February  1982 

MA,  M.  T.;  BENSEMA,  W.  D. 

Automated  TEM  Cell  for  Measuring  Unintentional  EM  Emissions 

Proc.  EMC  Expo  1987,  Int.  Conf.  on  Electromagn.  Compat.,  19-21 
May,  1987,  San  Diego,  CA,  pp.  Tll.l  - Til. 12 
1987 

MA,  M.  T.;  FITZGERRELL,  R.  G. 

Design  of  a Van-Top  Low-Profile  HF  Antenna 
OTR-77-131 

October  1977 

MA,  M.  T.;  KANDA,  M. 

Electromagnetic  Compatibility  and  Interference  Metrology 
NBS  Tech.  Note  1099 
July  1986 

MA,  M.  T.;  KOEPKE,  G.  H. 

A Method  to  Quantify  Radiation  Characteristics  of  an  Unknown 
Interference  Source 

NBS  Tech.  Note  1059 
October  1982 
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MA,  M.  T. ; KOEPKE,  G.  H.  (cont.) 

Uncertainties  in  Extracting  Radiation  Parameters  for  an  Unknown 
Interference  Source  Based  on  Power  and  Phase  Measurements 
NBS  Tech.  Note  1064 
June  1983 

MA , M . T . ; WILSON , P . F . ; CHANG , D . C . 

Excitation  of  a TEM  Cell  by  a Vertical  Electric  Hertzian  Dipole 
NBS  Tech.  Note  1037 
March  1981 

MA,  M.  T.;  CHANG,  D.  C.;  SREENIVASIAH , I. 

A Method  of  Determining  the  Emission  and  Susceptibility  Levels  of 
Electrically  Small  Objects  Using  a TEM  Cell 
NBS  Tech.  Note  1040 
April  1981 

MA,  M.  T.;  KANDA,  M. ; CRAWFORD,  M.  L. ; LARSEN,  E.  B. 

A Review  of  Electromagnetic  Compatibility/Interference  Measurement 
Methodologies 

Proc.  IEEE,  Vol . 73,  No.  3,  pp . 388-411 
March  1985 

MARTZLOFF,  F.  D.;  WILSON,  P.  F. 

Fast  Transient  Tests  - Trivial  or  Terminal  Pursuit? 

Proc.  7th  Int.  Zurich  Symp . and  Technical  Exhib.  on  Electromagn. 
Compat.,  3-5  March,  1987,  Zurich,  Switzerland,  pp . 283-288 
1987 


MASTERSON,  K.  D. 

A Photonic  Electric  Field  Probe  for  Frequencies  up  to  2 GHz 

Proc.  Soc.  Photo-Optical  Instrumentation  Engineers  (SPIE) , 

Vol.  720,  p.  100 
1986 

MASTERSON,  K.  D.;  DRIVER,  L.  D. 

A Broadband,  Isotropic,  Photonic  Electric  Field  Probe  for  Measurements 
from  10  kHz  to  Above  1 GHz 

Proc.  High  Bandwith  Analog  Applications  of  Photonics  II,  SPIE  - 
Int.  Soc.  of  Optical  Engineers,  Vol.  987,  8 -9  September,  1988, 
Boston,  MA,  pp . 107-118 
1989 
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MASTERSON,  K.  D.;  DRIVER,  L.  D.;  KANDA,  M. 

Photonic  Probes  for  the  Measurement  of  Electromagnetic  Fields  Over 
Broad  Bandwidths 

Proc.  IEEE  1989  Nat.  Symp . on  Electromagn.  Compat.,  23-25  May 
1989,  Denver,  CO,  pp . 1-6 
1989 

MILLER,  C.  K.  S. 

EMI  - A Problem  of  Growing  Concern 

Report  of  the  63rd  Nat.  Conf.  on  Weights  and  Measures 
NBS  SP  532 
1978 

Challenges  of  EMI  Measurements 

Proc.  Nat.  Conf.  of  Standards  Laboratories,  22-25  September, 
1980,  pp . 8-1  through  8-17 
1980 

The  EMI  Measurement  Challenge 

Proc.  1983  Meas . Sci.  Conf.,  20-21  January,  1983,  Palo  Alto,  CA, 
pp.  189-197 
1983 


NAHMAN,  N.  S. 

Miniature  Superconductive  Coaxial  Transmission  Lines 
Proc.  IEEE,  Vol . 61,  pp . 76-79 
January  1073 

NAHMAN,  N.  S.;  KANDA,  M. ; LARSEN,  E.  B.;  CRAWFORD,  M.  L. 

Methodology  for  Standard  Electromagnetic  Field  Measurements 

IEEE  Trans.  Instrum.  Meas.,  Vol.  IM-34,  No.  4,  pp . 490-503 
December  1985 

NEWELL,  A.  C.;  CRAWFORD,  M.  L. 

Planar  Near-Field  Measurements  on  High  Performance  Array  Antennas 
NBSIR  74-380 

July  1974 

ONDREJKA,  A.  R. ; ADAMS,  J.  W. 

Shielding  Effectiveness  (SE)  Measurement  Techniques 

Proc.  1984  IEEE  Nat.  Symp.  on  Electromagn.  Compat.,  24-26  April, 
1984,  San  Antonio,  TX,  pp . 249-256 
1984 

Proc.  1984  EMI/RFI  Technical  Conf.,  The  Soc.  of  Plastics 
Engineers,  Inc.,  18-20  June,  1984,  Chicago,  IL,  pp . 19-26 
1984 
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RANDA,  J.  P . ; KANDA,  M. 

Multiple-Source,  Multiple -Frequency  Error  of  an  Electric  Field  Meter 
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IEEE  Trans.  Electromagn.  Compat.,  Vol.  EMC-27,  No.  3,  pp . 137-142 
August  1985 

Measurements  of  Electromagnetic  Shielding  Capability  of  Materials 
Proc.  IEEE  Regional  Conf.  and  Exhib.  on  Electromagn.  Compat., 
January  1986,  Vol.  74,  No.  1,  pp . 112-115 

1986 


55 


Electromagnetic  Interference  (cont.) 


WILSON,  P.  F.;  MA,  H.  T.  (cont.) 

Electromagnetic  Shielding  Effectiveness:  Measurement  Techniques  and 
Interpretations 

1986  IEEE  Regional  Conf.  and  Exhib.  on  Electromagn.  Compat., 

6 February,  1986,  Anaheim,  CA,  pp . 1-14 
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December  1973 

Comments  on  Practical  Analysis  of  Ref lectometers  and  Power  Equation 
Concepts 

IEEE  Trans.  Instrum.  Meas.,  Vol.  IM-23,  pp . 104-105 
March  1974 

An  Alternative  Calibration  Technique  for  Automated  Network  Analyzers 
with  Application  to  Adapter  Evaluation 
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